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IX. Part of a Letter from Dr . Aflie, Lord 
Bijhop of Cloyne, dated March the 26th 
1687. concerning the EjfeSh of Imagination 
the Vertues of Mackenboy, &c. 

1 * Aft January in the County of Kilkenny I obferved a 
tf .. very remarkable Inftanee of the Fords of Imagina¬ 
tion upon the Foetus, ’twas a Girl called Elizabeth Dooly , 
of about Thirteen Years of Age, whofe Mother being 
with Child of her, was frighted by a Cow as Use milked 
if, and hit with the Teat on the left Temple within One 
Eighth of an Inch from her Eye, in which very Place the 
Girl has a piece of Fleih growing exactly like a Cows 
Teat in Bignefs, Shape, &c, except that it has a Bone 
in the Midft of it, which reaches above half the length, 
this Piece of Fleih is perforated, and fhe weeps through 
if, when (he laughs it wrinkles up, it grows in Propor¬ 
tion to the reft of her Body, fhe is as fenfible there as in 
any other Part. 

March the Third in the Evening we had very much 
Thunder, and that and the next Day the Mercury in the 
Barometer was much lower than ever I obferved it, viz. 
but ji above Twenty Eight Inches. 

On Friday Night, the 18th of this Month, I obferved 
here the Occultation of Saturn by the Moon, which 
happened at 1 xh. 13'. 55". it pafs’d dire&ly under the 
midft of the Moon’s Difcus, fhe fpightful Clouds hinder¬ 
ed our Emerfion, 
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Dr. Mullen tryed lately an Experiment upon the fa¬ 
mous Irijb Herb called, Mackenhey , or Tithimalus Hiber¬ 
nian , which is by the Natives reported to be to ftronga 
Purge, that even the carrying it aoout one in their 
Cloaths is fufficient to produce the Effed; this fabulous 
Story which has long prevail’d, he prov’d falfe, by car¬ 
rying its Roots for Three Days in his Pocket, without 
any Alteration of that fort. 

A Quarry of white Marble is lately difcovered in the 
County of Antrim, a Specimen of which was brought to 
us j 5 tis of an extreamly fine Grain, fofc at firft, but 
grows very hard afterwards, like your Tort land 
Stone. 


X, £x z 


